To:  Wieber,  John[Wieber.John@epa.gov];  Morin,  Jeff[Morin. Jeff@epa.gov];  Simon, 

Harvey[Simon.  Harvey@epa.gov] 

Cc:  Feiver,  Rachel[Felver.Rachel@epa.gov];  Krochmal,  Josh[Krochmal.Josh@epa.gov]; 

Woodyard,  Josh[Woodyard. Joshua@epa.gov];  EOC  Public 
lnformation[EOC_Public_lnformation@epa.gov] 

From:  Hart,  Daniel 

Sent:  Wed  8/1 2/2015  8:40:02  PM 

Subject:  RE:  Gold  King  ER  also  Draft  Public  Map  Viewer 


Can  you  double  check  that  it’s  working?  We’re  not  seeing  anything  but  a banner  here. 


Also,  please  do  NOT  share  this  url.  We’ll  need  to  get  this  reviewed  by  PIO.  Thanks. 


Daniel  (Danny)  Hart  | Acting  Director  of  Web  Communications  | Office  of  Public  Affairs  | U.S.  EPA  | 
Tel:202. 564. 7577  I cell:  202.365.7095 


From:  Wieber,  John 

Sent:  Wednesday,  August  12,  2015  4:31  PM 
To:  Morin,  Jeff;  Simon,  Harvey;  Hart,  Daniel 
Cc:  Feiver,  Rachel;  Krochmal,  Josh;  Woodyard,  Josh 
Subject:  RE:  Gold  King  ER  also  Draft  Public  Map  Viewer 


All, 


They  just  received  approval  and  turned  on  the  Public  Viewer  for  the  Gold  King  ER.  Have  at  it. 


https://gis.eparm.net/GoldKingMine/ 


John  Wieber 

U.S.  Environmental  Protection  Agency 
Region  8 GIS  Coordinator 
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Acting  EPR  Data  Systems  Unit  Chief 

1595  Wynkoop  Street 

Denver,  CO  80202 

Office:  (303)  312-6118 

Mobile:  (303)  349-5577 

Email:  wieber.io1in@epa.gov 
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